BELL SYSTEM PRACTICES SECTION 573-131-800 
Plant Series Issue 2, July, 1966 


AT&TCo Standard 


28 MULTIPLE WIRE DISTRIBUTOR (LD) 


PARTS 
For parts ordering information on the 28 Multiple Wire Distributor, 


refer to the following section: 


574-237-800 28 and 35 Multiple Wire Distributor (LD) - Parts 
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